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Office lAsmoranduin • united states government 


TO : Chief, Engineering Division, OC 


DATE: 


2 9 APR 1958 


FROM Chief, Supply Division, QL 


SUBJECT: 




Contracts Ho. BD-79* Task Order 





25X1 


1. There is transmitted herewith a letter from the subject 
contractor requesting the transfer of certain property from Contract 
No. RD-79i Task Order No. 7 to (BD) XG-558. 


2. If you concur in this transfer, please indicate by 
msBiorandum to this office. If you do not concxir, it is requested 
that you furnish recoBomendatlons as to disposition, and indicate 
whether the inventory is coirect. 



Attachment 


Distribution: 

Orlg S) 1 - Mdressee w/attach 

1 - QL^D/CAB w/o attach 
1 - QL/SD/SM8cRS official w/attach 
1 - CL/SD w/o attach 


ql/sd/smsbs. 


(26 


Apr. 58) 


25X1 


25X1 


BBS —3^ EBV 0*Tg 

Bill OBBP --C* ^ 

BRIO cuts ■ PAOES REV CLASS 

lUST iEXT REV AUTM: MR 


Ui- 8 2333 


CONFIDENTIAL 
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CONFIDENTIAL 


25X1 



Dear 


Re: 


RD-79, T.O. 7 and (RD)XG-558 


We respectfully request that the following govertment -furnished 
equipment assigned to Task Order 7> Contract RD-79 bo transferred 
to the retainer contract No. (RD)XG-558« 

k ea Anqplifiers, MP-106irl, S.N.'a 178, 177, l8l and 187 
1 ea Antenna, IJype AS-246 /ap 
1 ea Antenna, T^pe AT- 38 A/APT 
1 ea Antenna, T^pe AT-184 a/AP 

1 ea Antenna, Type AT-225/APW 

2 ea Power Supplies, Vibrator, Type MP-104o6, S.N. 's 449 end 451 
2 ea Rreantplifiers, Tektronix Type 121, S.N. ’s I 850 and I 85 I 

2 ea Recorders, Ty^ MP-10737, S.N. 's 719 and 749 
1 ea Signal Generator, Hewlett Packard Type 6i6a, S.N. 174o 
1 ea Spectrum Analyser, Model TSA-F, with the following units: 
STU-1, STU-2A, STU-3A, STU-4, STU-5, DA-1 Instrument Dolly, 
and DU- Spectrum Display and Power Supply 
1 ea Unit Falser, General Radio Type 1217 A 

It is contemplated that additional tests will be performed 
on the system frcmi time to time, lliese tests will require the 
use of the above-mentioned equipment. 


The following items originally shippe d to us as government - 
furnished equipment have been retxa:ned via 

client's cognizant engineer. 


1 ea Antenna, Type AS-246/AP 
1 ea Antenna, Type AT-38a/APT 
1 ea Antenna, Type AT-184a/ap 
1 ea Antenna, Type AT-225 /apN 


25X1 

25X1 


25X1 


hdk/ml 


Very truly yours. 


Secretary 
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CONFIDENTIAL 


Dour Re: RD-79^ T. 0. 7 and (RD)XG-558 

We respectfully retiuest that the followiuf; deliverable items of T.O. 7 

contract RD-79 be transferred to the retainer contr-.ct (RD)XG-T58« 

Items tx’unsf erred by request dated April 8, 1957 fi’oin T. 0. 5 
to T. 0. 7, Contract RD-79 
2 - niters, E/FBP-2 
2 - Filters, E/FBP-3 
2 - Filters, B/FEP-'i 
2 - Filters, iyFBP-5 
1 - Oscillator, precision, 111-4 
1 - Oscillator power cable 

1 - Oscillator oxitput connector set (8 connectors) 

Items constructed uivler T. 0. 7 Contract RD-79 

1 - Mounting assembly, dual 

2 - ?1onitor panels 

2 - Chassis, equipment 

3 - Recorder mounts 

1 - CS-5 system coble 

1 - C3-3A system cable 

1 - Test bench ,1 unction box 

1 - Cable V-1203 

1 - Cable W-1205 

1 - Aircraft heater power box 

1 - ilircrcft Sv^/Tuse Ind. Box 

2 - Power supply filters 

1 - Mounting assemblj’-, single 
I - Recorder power conversion cable 
1 - CU-4 Act. /uap. Power Cable 

1 - CU-4 Act. Amp. 

2 - CG-3 power supplies 

It is conteniplated that additional tests will be performed on the system 
from time-to-time. These tests will require use of the above-mentioned items. 

The o.bove items together with those shipped under T. 0. 7 of HD-79 
comprise al.l deliverable items colled for. 

Very truly yours. 


25X1 


25X1 


25X1 


HDK/fc pnMcinrMTiAi 
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